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III. " On the Chemical Phenomena of Human Respiration while 
Air is being re-breathed in a closed Vessel." By WiLLIAM 
Maroet, M.D., F.R.S. Received January 3, 1891. 

In June, 1889, I had the honour of communicating a paper to the 
Royal Society, which appeared subsequently in tlie ' Philosophical 
Transactions ' for 1890.* In this paper it was shown that the volames 
of air breathed to form in the body and expire a given weight of 
carbonic acid exhibited a distinct tendency to fall with a local sub- 
sidence of atmospheric pressure, and vice versa. Since then an 
additional series of experiments, to which my present assistant, 
Mr. E. Russell, kindly submitted, confirmed this result. Fifteen 
experiments were made from to 2 hours after a meal, and fifteen 
also from 2 to 4 hours after a meal. The results are disposed as 
follows, in the form of a chart (see next page), in which the curves 
for the volumes of air breathed to expire 1 gram CO3 are seen to fall 
most distinctly from nearlj 767 mm. pressure to 742 mm. 

The object of the present investigation was to ascertain the eflects 
produced on the chemical phenomena of respiration byre-breathing a 
given volume of air for a given time, and I gladly acknowledge the 
valuable aid of my assistant, Mr. Edward Russell, F.C.S., in the 
course of this inquiry. It was obvious that I could not risk the 
liealth. of those who, together with myself, submitted to experiment ; 
hence the necessity of limiting the duration of the time for re-breath- 
ing air, and I selected for this purpose a period of five minutes. A 
certain volume of air to be re-breathed was settled upon from the 
beginning, and it was decided to take 35 litres, measured under atmo- 
spheric pressure with every care. This air was held in a bell- jar of a 
capacity of 40 litres, and supplied with, a scale, a tliermometer, and an 
oil-gauge ; it was maintained in suspension by a counter-poise, while 
immersed in a trough full of salt water. The bell-jar was, moreover, 
possessed of a regulating apparatus, keeping it in perfect equilibrium 
in every position, as it rose or fell in the tank. 

Four persons submitted to these experiments. I head the list, with 
six complete experiments. Next, my assistant, Mr. Hussell, had ten 
complete experiments made upon himself ; a former assistant, Mr. 
Hoskins, F.O.S., in accordance with my request, kindly submitted to 
eleven experiments, and, finally, W. Alderwood, my laboratory 
attendant, who has been in my service for seven years, and is well 
qualified for this kind of work, had ten experiments made upon him. 

* 'Phil. Trans.,' B, 1890, *'A Chemical Inquiry into the Phenomena of Ilaman 
Respiration." 
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The results from all these experiments will be found disposed in the 
form of tables (pp. 113 — 116). 

I shall first give a short account of the method adopted in the pre- 
sent inquiry, then describe the experiments, and finally state the 
results with which they have been attended. Two bell-jars were made 
use of. 

The air, in every one of the experiments quoted in this paper, was 
inspired through the nose and expired through the mouth, a mode of 
breathing easy to acquire, and soon becoming perfectly natural ; the 
person under experiment assumed the recumbent position in a deck- 
chair, with the feet resting on a stool. 

It was necessary to begin by determining the volumes of air and 
weights of carbonic acid expired normally, or in ordinary breathing, 
with the object of using these figures as standards for comparison. I 
need not say that every precaution was taken to obtain correct data 
on ordinary breathing. ISText, the other bell- jar was supplied with 
atmospheric air to be re -breathed. A correction might have been 
introduced for the CO2 naturally present, but from its small propor- 
tion this correction was thought unnecessary. On no occasion was 
the laboratory used for the evolution of acids or alkalis, and its 
ventilation was kept up by one or two open windows. 

After re-breathing 35 litres of air during five minutes, the person 
under experiment was placed in communication with the other bell- 
jar, in such a manner that no air whatever was lost, or, in other 
words, while fresh air was inspired^ tbe expiration following imme- 
diately the last expiration of re-breathed air was collected in the other 
bell- jar, now emptied of the expired air it formerly contained. While 
this bell-jar was being filled, the re- breathed air^ from the other bell- 
jar (after its volume had been read, and temperature taken), was 
driven into an india-rubber bag faced with oil-skin, to prevent any loss 
of any 00^ by diffusion. This bag had been kept flattened down 
between boards weighted with a piece of iron weighing 20 lbs., a 
precaution taken to empty perfectly the bag before it was used for 
storing the re-breathed air. The bell- jar, having thus discharged its 
contents, was ready to be used afresh. 

The person expired from 34 to 38 litres of air immediately after the 
re-breathing stage of the experiment, and he was now placed in com- 
munication with the empty bell- jar; there was no loss of expired air 
through this passage from one bell- jar to another, and while fresh air 
was inhaled, the air expired was entirely collected, to the extent of 
from 34 to 38 litres, for subsequent analysis. A chronograph showed, 
to a second, the time required in the various stages of the experi- 
ment. 

Thus the whole history of the effects of re -breathing air was obtained, 
being divided into four stages : — ^Ist, natural respiration ; 2ndly, air 
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re-brecathed ; Srdly, air expired immediatelj after re-breathing and 
with the inspiration of fresh air; 4th Ij, air breathed while no longei* 
under the direct influence of re-breathing. 

The above is a general sketch of the investigation. I must now 
beg leave to go into the details of the work. The diagram on the 
next page illustrates the disposition of the instrument. 

The person under experiment, in the recumbent position in a deck- 
chair, held in his right hand an india-rubber tube connected with the 
bell-jar through, a double-way cock, as I have explained in my last 
paper to the Royal Society. The cock was turned in such a 
position that the air inspired through the nose was expired into 
the open air, a litble hag showing the movement of the expired air 
through the tube. The experiment begins with the operator expiring 
through this tube into the external air. When respiration has 
become perfectly quiet and regular, the double-w^ay cock is turned 
during an inspiration, and the air of the next expiration is collected 
in the bell- jar, which begins its ascending course. At the same time 
the hands of a chronograph are set in motion. After about 36 litres 
of air have been expired, the tube leading into the bell-jar is closed 
at the end of an expiration, and the chronograph is stopped. 

Some trouble w^as experienced in obtaining similar volumes of air 
expired in a given time, say, about every seven ininutes. I have 
come to the conclusion that most people do not breathe, even when 
perfectly still, exactly the same volume of air in a given time, and 
after an experience of many years, it was found that the best plan 
was to repeat the breathing two or three times, or more, in succes- 
sion, and to take, according to circumstances, either the mean of the 
different experiments, or the result of the last made. Any experiment 
differing widely from the others was rejected. The air collected 
finally was read off on the scale attached to the bell- jar, its tempera- 
ture was taken, the barometer read, and the air was analysed for the 
determination of its carbonic acid, by the same method as that which 
has been described in the paper in the ' Philosophical Transactions ' 
already referred to. The air left in the bell-jar was then driven out, 
and the jar made ready for further use. 

The next part of the work is the re-breathing. Perhaps half an 
h6ur has elapsed since air was first collected for the determination of 
COg in normal breathing ; during that time the person under experi- 
ment has remained perfectly still in the deck-chair. The bell-jar, 
which has not yet been used, is now thoroughly rinsed with common 
air and filled with air to the extent of 35 litres. It carries an india- 
rubber tube, connected with the dome of the jar and supplied at the 
end with a fork-shaped nose-piece (see diagram). This nose-piece 
has been ascertained to fit the nostrils of the operator, air-tight ; a 
second india-rubber tube, with a mouth-piece at one end, is connected 
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at the other with a U"^^^P®<^ pip^j opening under the bell-jar in the 
ordinary way. The bell-jar holding 35 litres of air is perfectly counter- 
poised, so that the operator moves it up and down unconsciously in 
the act of respiration, while the oil-gauge on the bell-jar registers 
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barely from 1 to 2 mm. of difference of pressure, which is inappre- 
ciable. 

Placing the nose-piece in his nostrils, the operator breathes through 
his mouth for a few seconds, then he takes the mouth-piece in his 
mouth, and inhales the air of the bell- jar through the nose-piece^ the 
bell-jar falling ; at that very instant the chronograph is started. The 
next expiration is from the mouth through the U"'^^^® into the bell- 
jar, and so on, the air re-breathed circulating through the bell-jar» 
After ^YQ minutes have elapsed, every attention is given to stop the 
inspiratory tube and arrest the chronograph at the very end of an 
expiration, while another assistant opens the double-way cock, con- 
nected through tubing with the operator, and disposed so as to lead 
the air now expired into the other bell- jar ; the operator drops the 
nose-piece and takes an inspiration of fresh air, through the nose, then 
he expires out of the mouth into the empty bell-jar. He was, perhaps, 
beginning to feel a little uncomfortable : sometimes a slight sensation 
of want of air was experienced, but not always, and one of my subjects 
hardly noticed any effect. I think I was affected most of the four 
who submitted to experiment, although it repeatedly happened that I 
felt no discomfort of any kind, beyond perhaps a slight want of air. 

Fresh air is inhaled with an undoubted sensation of comfort, and 
the volume of this air is in marked excess of the volume inhaled in 
ordinary breathing. During the first two or three minutes, large 
volumes of fresh air are inspired, then the breathing quickly subsides, 
and before 36 or 37 litres have been expired it has apparently resumed 
its usual rate, with the disappearance of all feeling of discomfort. 

I have stated above that the air re-breathed had been transferred 
from the bell- jar into an india-rubber bag, allowing the bell- jar to be 
utilised for collecting the air expired in the last stage of the experi- 
ment. The india-rubber tube and double- way cock were so arranged 
that by turning the cock the operator was placed in connexion with 
the empty bell-jar, and during an inspiration of fresh air the cock 
was turned, when the expired air was directed into that bell- jar. 

The rate of breathing had now become all but natural, or the 
same as at the beginning of the experiment, giving indications that 
the effects of re-breathing had apparently passed away ; this question 
was to be settled by the analyses. 

There were consequently four different samples of expired air to be 
submitted to analysis for the determination of the carbonic acid they 
contained. The first sample was from air expired normally, the 
second from air re-breathed, the third from air expired immediately 
after re-breathing, the fourth from air expired after apparent recovery 
from the effects of breathing impure air. 

By the time breathing in the closed vessel had commenced, the air 
expired normally had already beeu shaken with barium hydrate; 
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samples from the bag and other two bell- jars were treated in the same 
waj . The next day the barium carbonate had subsided, and the clear 
fluid was titrated according to Pettenkofer's method. The reductions 
to dryness, to 0° and 760 mm., were speedily made with the help of 
the table I have given in the paper previously referred to. 

Let us now follow the changes occasioned by the re-breathing of 
35 litres of air for a period of 5 minutes ; there were a few additional 
seconds included, as the re-breathing had to be stopped at the end of 
an expiration, which of course might not exactly correspond with a 
lapse of five minutes. The following are the mean percentages of 
COg contained in the bell -jar after its air had been re-breathed : — 

Myself. after 6 m. 2 sec. 3*42 per cent COg. 

Mr. BusselL „ 5 m. 4 sec. 3-87 ,, „ 

Mr. Hoskins ,, 5 m. 10 sec. 3*44 ,, „ 

W. Alderwood ,, 5 m. 5 sec. 3*29 „ ,, 

consequently in every case the air was becoming considerably 
vitiated ; yet it was only in the last minute that an unpleasant sensa- 
tion, if any, was felt. 

If we compare the amount of carbonic acid expired by re-breathing 
35 litres of air for five minutes with the amount of carbonic acid 
which would have been expired in the same time in ordinary breath- 
ing, we find invariably less CO3 in the re-breathed air than in j3ormal 
respiration ; this is shown clearly in the following table, in which the 
CO2 expired in ordinary breathing has been calculated for the time 
taken in the re-breathing stage of the experiment. 





Time. 


CO2 in 

re- 

breatlied 

air. 


CO2 expired 
normally in 
same time. 


Relations of CO2 ex- 
pired in re "breathed 
air to CO2 expired 
in natural breathing. 


Myself 

Mr. Russell 

Mr. Hoskins 

W. Alderwood. . . . 

Mean 


5 m. 2 sec. 
5 m. 4 sec. 
5 m. 10 sec. 
5 m. 5 sec. 


2-135 
2-418 
2-151 
2-066 


2-224 
2-797 
2-428 
2-221 


1 to 1 -041 
1 to 1 -157 
1 to 1 -221 
1 to 1-075 


5 m. 5 sees. 


2-192 


2-417 


1 to 1 -123 



It follows that there is always less carbonic acid expired in a given 
time when air is re- breathed than in ordinary breathing. In the 
present experiments the mean proportions varied for four different 
persons between 1 to 1*041 and 1 to 1*221 ; or, in other words, a 
mean of 9-3 per cent, carbonic acid which would have been expired 
in a certain time in ordinary breathing is found to have disappeared 
in 35 litres of air re -breathed during the same time. 

T *^ 
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[This amounts to 225 c.c. OOg, wliicli have been retained in the 
blood ; but it occurs to me that less oxygen may possibly be consumed 
from re-breathed air than from fresh air, although in my experiments 
re-breathing is hardly carried far enough to admit of such a contin- 
gency. — Jan. 22.] 

We find, by a consideration of the next table, that the reduced 
elimination of carbonic acid in re-breathed air is regulated in a 
marked degree by the weights of 00^ expired in ordinary breathing. 





OO2 }3roduced by 
re-breatl'dng. 


OO2 expired in ordinary 

breathing in the same 

time. 


W. Alderwood 

Myself 

Mr. Hoskins 

Mr. Eussell 


2 -066 grains 
2-135 „ 
2-151 „ 
2-418 „ 


2 -221 grams 

2 -224 „ 
2 -428 „ 
2 -797 „ 



Thus it is seen that the CO3 in re-breathed air and in ordinary 
breathing increase together from the lowest to the highest figures. 
This might have been expected, as the whole experiment must be con- 
trolled more or less by the phenomena of ordinary breathing for each 
of the persons under experiment. 

There is another point of interest to be noticed with reference 
to the re-breathed air in the present experiment — the volume of this 
air, which originally was 35 litres, is no longer 35 litres at the con- 
clusion of the experiment, but has undergone a slight reduction. The 
enquiry into this portion of the subject was not found so simple as it 
appeared to be at first, and, as the work progressed, precautions 
against errors had to be taken which had not been apparent until a 
late period of the investigation. I, therefore, prefer to leave this 
part of the subject for future consideration. 

It has been stated that after re-breathing for five minutes the air 
of the bell-jar, and then admitting fresh air into the lungs, an in- 
creased volume of air was inhaled attended with the expiration of a 
greater amount of carbonic acid than in ordinary breathing. This 
will be seen in the following table, showing, for the same lapse of 
time, the mean results obtained on four different persons for ordinary 
respiration and while inhaling fresh air, immediately after the re- 
breathing stage of the experiment. 

A consideration of these tables shows, with reference to the 00^ 
expired, that there was invariably an excess, after re-breathing air 
for ^ve minutes, over the weight expired in the same time in normal 
respiration; the mean relation being 1 to 1'237. In the case of 
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CO2 before re-breatliing calculated on time after re-breatHng. 





Time. 


Before 

re -breathing. 

CO2, grams. 


After 

re-breathing. 

CO2, grams. 


Relation. 


Self 


5 m. 40 sec. 

4 m. 41 sec. 

5 m. 26 sec. 

6 m. 57 sec. 


2-474 
2-507 
2-802 
3-018 


3-134 
3-224 
3-614 
3-311 


1 to 1 -267 
1 to 1 -294 
1 to 1 -290 
1 to 1 -097 


Mr. Eussell 

Mr. Hoskins 

W. Alderwood .... 

Mean 


5 m. 41 sec. 


2-700 


3-326 


1 to 1 -237 



Litres of Air expired before re-breathing calculated on time after 

re -breathing. 



Before re-breathing. 


After re -breathing. 


Relation. 


26-56 
24-96 
26-24 
29-17 


33-93 
35-70 
35-27 
34-34 


1 to 1 -278 
1 to 1 -430 
Ito 1-344 
Ito 1-177 


26-73 


34-81 


Ito 1-307 



W. Alderwood, wbo was the least affected of tbe four persons under 
experiment, the excess of CO3 after re-breathing, amounting to 1 
to 1*097, is the smallest. A similar remark applies to the volumes 
of air expired ; thej are invariably increased after re-breathing, or 
while the person under experiment is still under the influence of the 
want of air; the mean relation is 1 to 1*307; again, in the case of 
W. Alderwood the increase is the smallest, the proportion amounting 
to 1 to 1-177. 

The excess of CO^ and of air expired when fresh air is breathed 
immediately after the re-breathing stage of the experiment must be 
due in a great measure to the increased amount of carbonic acid 
retained in the blood, together with an instinctive desire of taking 
into the lungs increased volumes of air, in order to rid the blood of 
the carbonic acid it has retained. 

We now have to deal with the air expired finally or in the bell- jar 
filled at the termination of the experiment. The mean volumes of 
air and weights of CO3 expired per minute will be seen to approxi- 
mate to the corresponding volumes and weights expired in ordinary 
brealihing to such an extent that respiration may be considered as 
having returned to the normal condition. 
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Table showing tlie Volumes of Air and Weights of OOg expired in 
the final stage of the experiment compared with the corresponding 
volumes and weights expired normally. 



Self 


Vol. air expired per 
minute nnrednced. 


W eight CO2 expired 
per minnte. 


Difference. 


Normal. 


Last stae^e 
of experi- 
ment. 


Normal. 


Last stage 
of experi- 
ment. 


Vols. air. 


Weights. 


4-687 
5-195 
4-954 
4-197 


4-935 
5-546 
4-986 
4-276 


-442 
0-552 
0-470 
0-437 


0-457 
0-550 
0-454 
0-422 


+ 0-248 
+ 0-351 
+ 0-032 
+ -079 


+ 0-015 
-0-002 
-0 -016 
-0-015 


Mr. Bnssell . . . 
Mr. Hoskins . . 
W. Alderwood. 

Means ..... 


4-758 


4-936 


0-475 


0-471 


+ -178 = 

3-6 per cent. 

increase 

vol. air. 


-0-004 



This table shows unmistakably that the respiration had again 
become normal before or by the end of the last stage of the ex- 
periment; the CO2 is all but exactly the same, while there is a very 
slight increase by 3*6 per cent, in the volume of air expired, indicat- 
ing that there was perhaps an instinctive tendency to continue 
breathing a volume of air slightly larger than usual, although the 
OO3 expired was the same as in normal respiration. 

The following are the results obtained from the present inquiry : — 

1. On re-breathing air in a closed vessel less carbonic acid is expired 
within a given time than in ordinary breathing. 

2. Those persons who emit most CO3 in re-breathed air are those 
who expire most air and OOo. in the same time in ordinary breathing, 
and vice versa.' 

3. On re-breathing 35 litres of air in a closed vessel for a period 
of fiYQ minutes, the volume of this air undergoes a slight reduction. 

4. When fresh air is taken into the lungs immediately after re- 
breathing air in a closed vessel, the volumes of air breathed and 
weights of OO3 expired are greater than in ordinary breathing. 

5. The effects produced on the chemical phenomena of respiration 
by re-breathing 35 litres of air in a closed vessel for a period of 
five minutes have passed away in less than six minutes after the 
breathing of fresh air has been resumed. 

It may be added that the number of experiments is insufficient to 
admit of any inquiry into the influence of barometric pressure on 
respiration. 

The tables showing the general results of the experiments are as 
follows :— - 



1891.] 



Phenomena of Human Respiration. 



113 



■43 

{=( 

CD 

a 

■•r-l 
fH 
CD 

Ph 
N 

CD 

u 

CD 

CD 
O 
?-( 
c3 



fi 



1 


Ph ?-( (fq 
















n at end of 
iment. 




CD 


CD 


rH 


tH 


CO 


CO 


Oi 


•^ £ M fee 




O 

• 


CO 

• 

o 


05 


CO 


CD 
r-i 


GO 

(35 


' ;r^ ^^ 
































o *-< 


£i ^ 'CI 


05 


o 


CM 


(M 


XO 


CO 


^ 


J ?'oO 


O 


CO 


Oi 


CM 


CM 


1> 


rH 


. H 8 ^ o 


W3 


lO 


^ 


XO 


XO 


^ 


VO 


P-< 
























o 


CO 


Oi 


<M 


00 


x> 


Ph 


iO 


iO 


J> 


00 


CM 


IlO 






• 


• 


• 


• 


• 


• 




^ g a 


&J0O 


o 


o 


O 


o 


O 


o 


?-( 






















CO 


lO 


(M 


CD 


CO 


(M 


00 


diately a 
ig air. 




rH 

• 

<J5 


cji 


cji 




rH 

• 

O 


CO 

• 


oi M 


















a;a 


^ -+2 • -^ 


tH 


lO 


<M 


lO 


rH 


tH 


rf 


a1 


O fl'^O 


CM 


XO 


(M 


w 


CM 


O 


(M 


PM g f>Q 


ID 


• 


lO 


• 


• 


lO 


• 


§-? 




































%1 9 "St 
O .g ;! ;.. :S -S 


aS 


tP 


O 


00 


Oi 


00 


00 


rH 


rH 


(M 


x> 


00 


r-i 


g^ 


>p 


• 


• 


to 

• 


l» 


• 


P^ 


&jOO 


O 


o 


o 


o 


o 


O 




a ^a 


















• r-* 


















^3 (M n3 
















CD 






CO 
rH 


rH 

CO 


(M 


00 


CO 
CO 


i 


CD 


?H^ S O "^ 


• 

CO 


• 

CO 


CO 


• 

CO 


CO 


• 

CO 


CO 


1 


















bb 


o 
















Ho ^ 


• 

a 


CO 


o 


CO 
W5 


CO 


CO 






"? ^ 




















CD 


-•JP 


!> 


O 


00 


(M 


CO 


• 


. M P^ bx,^ 

t— 1 (D M W 


OS 

• 


(M 

« 


cJi 

• 


• 


O 


• 


00 

• 


.2 


^O ^ S rH Q 


Oi 


(Ji 


cJi 


a 


o 


05 


05 


t^ 2i 5^ ?-< 










r-{ 






-+^ 


•— ' .rH O 
















03 


o3 qn 


















































P, 




a:> 


o:> 


a 


CO 


CO 


rH 


CD 


0) 


o^ oO 


o 


'^ 


o 


r-i 


O 


rH 


r-H 


?-< 


PM § f^Q 


vo 


lO 


inl 


VO 


lO 


lO 


lO 


'^ 

a 


















ri . £UD 












1 




O 


r-^ fn •>-< rS o H 


rt'> 


CD 


lO 


a> 


CO 


CO 


(M 


^ 


a CO 


• 


• 


• 


CM 

• 


CD 


• 




fciDO 


O 


o 


o 


o 


o 


O 




















.» 


. o 


lO 


o 


00 


xa 


CD 


\Q 




o3 


§^ 


)lO 


'^ 


C30 


05 


00 


XO 




P 


E CO 


^ 


'^ 


\o 


lO 


xo 


XO 




J> 


i> 


i> 


!>■ 


i> 


J> 




)>>' pw 


CM 


IlO 


x>. 


00 


CM 


CD 


CO 




^i 


'^J> 


• 


(X) 


• 

CO 


t> 


i> 


xo 




Hl-S 


CD 


CO 


iO 


CO 


CD 


CO 


CO 




* 














02 




l2 "^ ^ 

1^ ^ g 


iH 


(M 


CO 


rp 


lO 


CD 


c3 

CD 



a 
a 

o 

CD 
!>. 

o 

CD 
O 

CD 
?^ 

OQ 

<D 

a 
1—1 

o 



114 



Dr. W. Marcet, On the Chemical 



[Jan. 15, 






X 

CD 



m 





« 


























?-l ?^ -?^ 


























_-*;3 oO 
























end of 
t. 


^* ^ o S 


00 


1>- 


■tH 


CO 


jr>- 


Oi 


(M 


O 


rH 


CO 


-^ 


9 


6:) 


* 


OS 




9^ 
o 


• 


xp 


lO 


OS 


OS 


n at 
imen 
















































i^ P^ 


gj ^3 : (M 


00 


00 


i> 


-^ 


iH) 


CO 


o 


^ 


CO 


00 


00 


r?^ S O O 


lO 


^ 


co 


vo 


CO 


Ci 


lO 


CO 


CO 


CO 


CO 


f^ § ^O 


lO 


xo 


\o 


\o 


\o 


^ 


XQ 


lO 


xo 


xo 


xo 


Ph 














' 












02 

(0 




afe 


CO 


0^ 


(X) 


^ 


r^ 


CO 


00 


^ 


VO 


o 


Ph 


00 


x>- 


»o 


iO 


a 


■^ 


CO 


GO 


r~i 


\o 






lO 




vo 


• 


• 


lO 


ip 


xo 


CO 

• 


xo 




b£0 


o 


O 


o 


o 


o 


O 


o 


o 


o 


o 


■ s 


02 t5 t*-. ?:J • 

-*-3 'r-i J3 CD »^7^ 
























^ 


eq 


^ 


rH 


ei 


7-'. 


00 


^ 


C5 


o:) 


CO 


CO 




• 


o 

• 


1^1 

O 


• 


iO 


00 

• 


rH 


o 


• 


• 


o 


mediately 
liing air. 


en 


Oi 


i> 


00 


C5 


a 


O:) 


3^ 


Oi 


OS 


OS 


5^-43 r ^ 


tH 


fH 


CO 


c^ 


•^ 


CO 


lO 


GO 


CO 


CO 


CO 




CD a^O 


00 


CO 


o 


Z£> 


CO 


rH 


iO 


xo 


^ 


CO 


CO 


Ph § t-Q 


lO 


\o 


1> 


\o 


iO 


\o 


xo 


xo 


xo 


KD 


xo 


[ration 
re-b 


























, CD , &J0-4O 
fQ -R CD d rf 

.S '^ Ph 
























g CO 


CO 


rH 


o 


00 


o 


CO 


rH 


(M 


CO 


CO 


p-< 


0-5 


CO 


rH 


r-i 


00 


CO 


■^ 


a.-) 


!> 


Jt>. 




S CO 


1> 


00 

• 


00 

• 


• 


• 


1> 

• 


00 


t>. 


• 


Jt- 


: p^ 


&DO 


O 


o 


o 


o 


o 


o 


o 


o 


o 


o 


CD 




c^ • 


00 


rH 


lO 


00 


o 


CO 


CO 


'^ 


i>. 


t> 


OO 


• 


00 


CO 


o 


tH 


* 


00 


OS 


00 


1 


CD 0-J=i g 


CO 


CO 


CO 


CO 


^ 


^ 


^ 


CO 


CO 


CO 


o 

^ 


Ph ^ ^ 
























rC2 


• 
























1 


2 i-S 


o 


o 


O 


N 


-t> 


^ 


(M 


XO 


CO 


CO 


■^ 


?H 


g ^r^ 


% 




tH 


















"i-t 


•a -+3 


• 






















<l 


en o o 




xo 


K3 


lo 


XO 


iO 


lO 


xo 


IC 


xo 


10 




rO 
























H O ^ CO 
























"^ -S b^ ^1 


^ 


lO 


CD 


lO 


o 


CSJ 


CO 


t-^ 


CO 


r-{ 


1> 


9 

o 

•r-( 


. CQ P4 &J^r^ 


CO 

• 

00 


00 


cp 
GO 


00 


CO 

• 

00 


tH 


00 


CO 

• 

00 


CO 


o 

OS 


CO 

• 

OO 


•43 


>— ' .M o 
























g 


03 =+H 
























•r-J 
CQ 


Sj •+£ • (^^ 


!>. 


\o 


la 


O 


o 


CO 


00 


xo 


CO 


CO 


xo 


<D 




o 


tH 


(XI 


00 


c:; 


XO 


00 


00 


00 


CO 


00 


o 


CO 


CO 


lO 


iC 


to 


XO 


xo 


lO 


• 

xo 


xo 


xo 


•^^^ i 


. CO 


CO 


CO 


ws 


CO 


i»H 


Ci 


J^ 


o 


G^ 


Q^ 


^ 


Q .g ;§ ^c3 P^.S 
M o o ^ 


a 9 

03 o 


lO 


CM 


lO 


rH 


1>» 


^ 


CO 


OS 


OS 


xo 


• 

o 


• 

O 


o 


o 


W5 

o 


• 

o 


xo 

o 


• 

o 


xo 

o 


xo 

• 

o 




e 


. tH 


00 


O 


i>. 


lO 


1^1 


i-- 


J^ 


(M 


CO 


lO 




U 


§ lO 


e 

o 


CO 


• 

CO 


pH 


• 

o 


• 


• 

00 


on 


xo 


• 

CO 




PQ 




lO 


CD 


lO 


vc 


lO 


^ 


'^H 


lO 


xo 


xo 






!>. 


i> 


l> 


t> 


I> 


!>■ 


i> 


!>. 


x> 


i>. 




9 • 


o 


O 


lO 


o 


J^ 


CO 


o 


VO 


lO 


1^ 


rH 






• 

oOO 


• 


• 


• 

o 


tH 




tH 


• 

CO 


1>^ 


• 

00 


9 




CO 


TlO 


lO 


CO 


CO 


lO 


CO 


CO 


CO 


CO 


CO 




O tW P) 


r-\ 


(?Q 


CO 


^ 


K3 


CO 


l-» 


00 


OS 


o 


i 




•^ CD 




















rH 


<D 



a 

a: 

o 

CO 

1> 

h 
O 

rd 
CD 
O 
0' 

<D 

?-!■ 
© 



?3 

! 1 



1891.] 



Phenomena of Human Respiration. 



115 



g 
•a 

<D 

H 

Q 

d 
pi 

O 

w 





?H Ej <J) 




























^*s Jo 


























o 




oq 


CO 


•^ 


r-i 


CO 


00 


o 


C5 




o 


CO 


'^ 




o 




* 

o 






• 

O 


JO 

• 


tH 


1 


o 


00 

* 

o 


CO 

• 


n at e 
iment 


)H 




rH 






T-H 


tH 


rH 




fH 


tH 


tH 






























?-i -1-3 _• iq 


fH 


M 


CO 


00 


t> 


^ 


•^ 


Oi 




t^ 


^ 


CO 






O 






K3 


CO 

o 

no 


00 

• 


CO 


• 


1 


00 




O 
^ 


P. 






























^* iO 


-^ 


CO 


•^ 


O 


00 


00 


CO 




\o 


OCl 


-^ 


P^ 


-S >< P. p,.g 


p ^ 


r~i 


CO 


^^' 


CO 


fH 


o 


■^H 




^ 


CO 


lO 






o 


■rtH 

• 

o 


O 


• 

O 


« 

O 


o 


O 




o 


* 

o 


• 

O 


^ 






























.+:» -p^ 4S O f^r^r~\ 


1 K3 




a:> 


(M 


c» 


\o 


i> 


o 


lO 


00 


r-{ 


Ci 


"-< ?H 2 -4-3 C^ "^ 


tH 

o 




O 




C5 


• 

o 


a 

tH 


o 


o 


tH 

o 


<X) 

• 

o 


o 


lediatel 
Lng air. 




^ 




r-H 






iH 


T— I 


iH 


tH 


pH 


r-{ 


tH 




























a;g 


?-i -i^ r-A ^ 


o 




CXD 


O) 


>o 


o 


(>q 


^ 


VO 


00 


Ci 


^ 






o 




05 


CO 


CM 

* 


o 


^ 
^ 






a 
^ 


CD 


9 




























P>a 


























■i s 


"^l S <^ ^ -^ S 


ci CO 




t-. 


(X) 


i^ 


IlC 


cq 


Ci 


CO 


CO 


CD 


CO 






■^f 


o 


lO 


CO 


00 


CO 


tH 


C5 


^ 


tH 


bJDO 




o 


o 


CO 

• 

o 


• 

o 


V-O 

o 


CO 

o 


o 


o 


CO 
O 


CO 

• 

o 


^ 

o 

1 




?H CO 


00 


^ 


!>. 


CO 


CD 


o 


CO 


CO 


rH 


\o 


'^fl' 




^0 
CO 


0^ 
Ss3 


CO 
CO 


CO 


CO 


rH 

• 

CO 


00 
CO 


CO 


5* 

CO 


CO 


» 

CO 




Oi t> S 


























hO 


. 


























03 t Pi 




o 


CO 


\o 


iO 


O 


o 


CO 


CO 


o 


o 


o 


^H 


QQ 


















tH 


rH 


rH 


•rH 


• r- -(J 


■ 
























<l 






\o 


\o 


\o 


\o 


lO 


lO 


CO 


ViO 


VO 


KS 


ID 




t:3 pl 




























Pi o ?i S' 




























1 — 1 o w QJ 

^ -r^ .^ § 


o 


00 


(X) 


\o 


CM 


CO 


^ 


tH 


00 


r>. 


CD 


CO 


• 


o 


o 


(X) 


fH 


i-H 


to 


CO 


Oi 


oq 


rH 


1^ 


a 


o 


o 


o 


a 


Ci 


O) 


a 


r-i 


O 


Oi 


O 


O 


Oi 


•J 


fH 


rH 










rH 


T-{ 




rH 








C3 SHH 




















































P^ 


?-l -iS ! ^ 


00 


CO 


■^ 


-^i 


l> 


CO 


J^ 


\C3 


1>* 


Oi 


o:> 


tH 


?> 


S fj-oO 


O 


o 


rH 


lO 


lO 


CO 


^ 


CO 


^ 


Oi 


rH 


o 


r— < 

o 


FM g t^S 


lO 


\o 


iO 


VO 


lO 


•no 


^ 


^ 


to 


■^ 


« 




:^^l i 


, -^H 


Tff 


(X) 


o 


(^J 


r-^ 


CO 


Oi 


00 


^O 


CD 


o 


{25 




pi o 


lO 


KO 


a 


i^ 


o 


C<1 


CO 


00 


o 


x> 


jo 


alf 


•rrt 


TlH 


-■^ 


■^ 


\o 


■Th 


■^ 


■^ 


iO 


-^ 


^ 




HoO 


O 


O 


o 


o 


O 


o 


O 


o 


O 


o 


o 




» 


. o 


rH 


IlO 


pH 


oq 


Gq 


\o 


i>. 


-^ 


J-- 


9 


CO 




?^ 


c " 


■» 


* 


* 


• 


• 


• 






• 


• 




cS 


g.t- 


o 


«o 


b- 


G^ 


O 


CO 


vO 


CO 


CO 


iH 


-<* 




P^ 


P lO 


CD 


<X) 


CO 


CO 


lO 


lO 


■^ 


Ttl 


-^ 


X-O 


\o 






-1 1> 


-b- 


jl^„ 


i>. 


t-. 


Jb- 


i^- 


-t^ 


I-' 


J> 


x> 


i> 




• • 


C<3 




* 

00 


00 


p 

CO 


• 




9 


o 

« 


9 


CO 


CO 

o 




H^ .S 


<x:) 


CO 


CD 


VO 


xo 


lO 


LO 


\o 


iO 


lo 


>o 


CO 




pH 


(M 


CO 


•^n 


lO 


CO 


i> 


X 


Oi 


o 


iH 






















iH 


tH 





116 Chemical Phenomena of Human Respiration. [Jan, 15, 






Ph 
O 

u 

PI 
pi 

o 
o 

1 — I 



ce 



•r-i 



o 


Vol. in 

litres of air 

expired for 

1 gram CO2. 


^ 


Oqi 


cq 








cq 


(^l 


^ 





cq 


CD 


9 





00 

• 


04 




• 


• 


00 

• 




• 


CD 


CD 

• 


• 


PI . 


a 





C5 


C5 


Oi 


Ci 


a 


a 


Gi 


as 


Gi 


sl 


















































• r-H O 


£j JO • C-1 


rH 


CD 


i> 


tH 


^ 


00 


x>. 


r-^ 


00 


t>. 


J> 










• 


10 

10 


CD 

• 


CO 

• 

VO 


pH 

• 

VO 


CD 

• 

VO 


• 

VO 


VO) 


CO 

• 

VO 


Pi 




























1 





00 


Gi 


to 


00 


tH 


Gi 


X^ 


VO 


(^q 


P^ 


CD Pi 


d !-• 


rH 


Jt> 


^ 


CO 


r-( 


VO 


VO 


VO 


00 


(?q 




ci -^ 


■^ 


^ 


TlH 


tH 


^ 


CO 


CO 


^ 


CO 


-=? 




Sdo 


b 


« 




• 













• 










• 




-4-3 




CO 





-^ 


ffq 


-^ 


<M 


oq 


!> 


00 


CD 


(?q 




00 


• 




00 
Gi 




00 

• 


b 


• 


Gi 


Gi 

m 

Gi 


• 

Gi 


• 

Gi 


r^ . 


. .n:^ d 4^ ci ^-f 




r-{ 




















ediate 
ng air 


















































a:a 


^^ 4^;;^ • fM 


CO 


00 


CD 


i^ 


CO 


05 


(^ 


Gi 


00 


CD 


CO 


_, 5-1 


rfl'^O 


CD 

• 


O) 


• 


Oi 


rH 


CO 


rH 

• 


rH 

• 





CO 

• 


G^ 


!^ 8 ^0 


10 


^ 


10 


10 


10 


VO 


VO 


VO 


VO 


VO 


VO 


ration 
re-b] 


























"O 4-i p! Ej 
-pi^ T? ^ "la "JS 


^ CC' 


C<3 





1-. 


CO 


10 





CD 


CO 


^ 


CD 


P< 


S i> 





CD 





x-» 


-^ 


C^! 


r- 


VO 


-^ 


1> 


c3 ^ 


• 


• 


10 

• 


VO 

• 


• 


• 


CO 

• 


-^ 


• 


• 


p^ 


tuoo 


































-+^ ^ 'Ti 


























^0 , S 


^ 


'^ 


rH 


>o 


rH 


rH 


CD 


CD 


CD 





as 


^. ?^ -^ .r:1 


d ^ 

c3 ' 


yi 


■^ 


• 




• 


05 

• 


rH 

• 


• 


• 


« 


o 

■-0 


?-( --^ d 8 <^ 
CD p .d ?^ 


be 


CO 


CO 


CO 


CO 


CO 


(M 


CO 


CO 


CO 


CO 


• 


























bJD 


























© I d 

g g:d 


en 


-t> 





xo 


CO 




rH 


VO 


-t> 


CO 


VO 


VO 


•"-! 


.r-( ,, , ^O 


^ 






















^ 






vo 


10 


10 


VO 


VO 


VO 


VO 


VO 


VO 


10 




^ d 





00 


CD 


vo 


00 


VO 


00 


1> 


■^ 


Gi 


•^ 


• 


^ 1 g^^CD 




• 


en 

• 


1> 

• 


VO 


05 

• 


* 




* 


CO 


r^ 


Gi 

• 


Gi 


Pi 

O 

• 1— 1 




00 


tX) 


00 


00 


00 


00 


a 


C?5 


Gi 


00 


00 


-4-3 


•-rS 
























c3 


c3 "^-H 
























?-i 


















































•r-l 


























P^ 


f-.^ i;:j • ^1 





10 


Ci 


CO 


VO 


1>^ 


Gi 


(?q 


VO 


T? 


00 


CD 


p d oO 





CD 


-t> 


Oi 


CD 


CD 


VO 


^ 


VO 


CD 


CO 




PM § ^Q 


xO 


lO 


iO 


XO 


VO 


VO 


VO 


VO 


VO 


VO 


VO 


d j>. bio 
























O 


c'" '^.S ^ 


.!> 





-^ 


CO 


VO 


rH 


CD 


1-- 





VO 


Jt> 


f^^ 3 Id ^ 1^ 
cu ri q3 S d 


d J>- 





<Ji 


VO 





CO 


!>. 


CD 


CO 


cq 


CO 




-^ 


^ 


-^ 


VO 


^ 


CO 


CO 


^ 


^ 


-* 






b 








* 




• 




• 




• 




• 




• 




• 





• 


. to 





00 








oq 





oq 


Gi 





00 




?M 


d ' 
d C» 


• 




• 


• 


• 


• 


1» 


• 




• 




c3 


CD 


IlO 


CD 








00 


Gi 


1- 


CD 


VO 




1^ 




"^ 


VO 


VO 


CO 


VO 


VO 


VO 


VO 


VO 


VO 




Jt> 


J> 


1> 


i> 


i>. 


1> 


^ 


t> 


1> 


1> 




• • 


3<J 


10 


Jr- 








VO 


VO 











-^ 




^§i 


OiO 


-^ 


• 

CO 





• 


• 


a 


• 


• 


• 

VO 


• 

rH 




^^ 


<X) 


CO 


IlO 


CD 


CD 


VO 


VO 


CD 


CD 


CO 


CD 




• 






















02 

d 




^5^d P^ 
^ M 


tH 


oq 


CO 


-* 


VO 


CD 


1^ 


00 


Gi 





o3 






















rH 


^ 




O) 























B 
o 

CD 

d 

eg 
o 
O 

O 

o 

d 

?-j 

ai 

<© 

B 



o 



1891.] Presents. 117 

The foregoing tables suggest the following remark : — " The volumes 
of air expired for ] gram COo immediately after re-breathing air vary- 
but slightly from the corresponding volumes of air emitted in 
ordinary breathing ; in every case except one, the volumes of air are 
a little higher immediately after re-breathing/' 
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